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TAGS: OSCI, IAEA 

SUBJECT: US EQUIPMENT GRANTS TO IAEA FOR 1974 MONACO LABORATORY 
REF: IAEA VIENNA 2600 

BEASLEY, DIRECTOR OF MONACO LAB. ADVISES THAT ITEMS 
OF HEWLETT-PACKARD EQUIPMENT TO COMPLEMENT HEWLETT- 
PACKARD UNIVERSAL TIMER/COUNTER/D VM REFERRED TO PARA4 
REFTEL HAVE BEEN ORDERED, AND THAT TIMER/COUNTER/D VM 
IS REQUIRED TO COMPLETE APPARATUS AT LAB NECESSARY TO 
TROUBLESHOOT OTHER EQUIPMENT. 

2. ACCORDINGLY, BEASLEY HAS INQUIRED ABOUT STATUS OF 
US CONSIDERATION OF OFFER OF TIMER/COUNTER/D WM (AT 
COST APPROX." $2400) AS GIFT TO LABORATORY. GIVEN 
ONSET OF SUMMER SEASON NOW IMPENDING, HE IS ANXIOUS 

TO KNOW WHETHER THIS PIECE OF EQUIPMENT CAN BE ORDERED 
IN TIME TO ARRIVE ALONG WITH OTHERS BEING PURCHASED 
DIRECTLY BY AGENCY. 

3. ADVISE.LABOWITZ 
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